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THE OFFICIAL DEPOSITORY OF THE OHIO MYGOLOGIGAL CLUB 



SPECIAL SCHEDULE OF PRICES TO MEMBERS OF 
THE OHIO MYCOLOGICAL CLUB 



Atkinson— Mushrooms Edible and Poisonous, $2. 6b ($3.00) 

Marshall— Mushroom Book 2.80 ( 3.00) 

Mcllvaine — One Thousand American Fungi . 4.80 ( 5.00 ) 

These are the books recommended by Prof. Kellerman and 
orders may be sent through him or direct to us. The prices 
are special and on these terms, cash with the order, books will 
be sent express prepaid. Price in parenthesis is publisher's net 
list price, in each case. 

L. S. WELLS 

665 North High St. COLUMBUS, OHIO 



The American Botanist 

and 

The Fern Bulletin 

Have removed to JOLIET, ILL. 

No changes except the address ! 

THE FERN BULLETIN is the only publication in the world devote 
cd to Ferns. 

THE AMERICAN BOTANIST is the only American Magazine 
devoted to Ecological Botany. 

YOU NEED THEM BOTH^^^SAMPLES FREE 



When answering -advertisement mention Mycolog.ical Bulletin. 
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LAMBERT'S PURE CULTURE 



Mushroom 



I 



Spawn 




Produced by the new grafting 
process from selected and 
prolific specimens, throughly 
acclimatized, has never failea 
to run. 

This spawn is made from 
cultures taken by the selective 
method, recently discovered, 
from choice specimens of the 
best varieties of mushrooms 
known to be thoroughly accli- 
matized, and selected with 
special reference to their size, 
flavor, vigor and prolificness. 
The elements of uncertainty 
surrounding th old chance 
method of producing wild 
spawn (English and French), 
is therefore eliminated, and a 
uniform crop of the best niar- 
, ^ . ketable variety Is thus assured 

to the exclusion of all otlier and inferior fungi. 

The importance of this discovery will be realized from the mere 

statement that, for the first time in the history of mushroom culture, 

can spawn be offered of a specific variety of mushrooms. 

Of the varieties already developed,* we are offering pure culture 

spawn of the .^garicus Cainpestris (white cream or l)rown), A. Aromsis 

(cream), and A. i'illaticus (cream). 

FOR SALE BY ALL LEADING SEEDSMEN. 

Practical Instructions on "MUSHROOM CULTURE" 
mailed free on application. 

American Spawn Company, 

ST. PAUL, MINN. 
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When auswc-rinu: advertisement mention Mycological Bulletin. 



NEW SPENCER MICROSCOPE 




No. 404 

No. 40 Stand 

Abbe Condenser 

Two Iris Diaphragms 

Triple Nosepiece 

16 mm. ( -3 ") Objective 
4 mm. (1-6 ") Objective 
2 mm. (1-12") Oil Im- 
mersion Objective 

Two Eyepieces 

Mahogany Cabinet 



THE BEST 



MICROSCOPE EVER OFFERED FOR 



$75.00 



BECAUSE 



The lenses are unsurpassed 

The Stand is the product of the best of naaterial and 
workmanship 

The coarse and fine adjustments are the best made 

The fine adjustment is protected by a neat handle 
provided for carrying the instrument 

The stage is large — 67 mm. free distance from the 
optical axis to the base of the arm is the great- 
est yet produced 

The stage is completely covered with vulcanite from 
top to bottom 

SPENCER LENS COMPANY 

BUFFALO, N. Y. 

When answering advertisement mention Mycological Bulletin. 
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Supplies for 

the Botanist 

Tripod Dissecting Microscope 

A convenient and portable instru- 
ment for botanists, as it can be used 
for dissection when mounted, or the 
lens may be unscrewed and used as 
a pocket glass. It gives a large, clear image. 




$ .30 




$3.25 



Triple Aplanats 

This magnifier consists of a 
crown lens cemented between 
two flint lenses and is thoroughly achromatic. It 
gives clear, flat images, free from distortion. The 
mountings are German silver, nickel plated, 

Coddington Magnifier 

This magnifier gives clear 
and perfect definition. The 
mountings are neatly finished 
and nickeled. 

SEND FOR BOOKLET OF MAGNIFIERS AND READERS 

Bausch & Lomb Optical Co. 

Rochester, N. Y. 

Ne^v York - Boston - U^'ashinston - Chicago - San Francisco 




DIAMETER, 3-4 IN. $1.50 



When answering advertisement mention Mycological Bulletin. 



